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THE “ELECTRICAL REVIEW ” 
TRADE NAMES SUPPLEMENT. 


NAME AND DESCRIPTION. | 


ABBOTT BRAND 
Empire cloths and tapes in silk and 
cambric, pressphan, leatheroid, &c. 


A.B.C. 


Electric washers 


ACCIDENT oe 
Kettles 





ACE 


insulating material 


A.C.E.C. 


vee electrical machinery, 


ACID "SU 'PPLIES 


Accumulator acid, acid for all pur- | 
poses | 


trans- 


ACME 
Automatic time switches, Goliath | 
and Edison screw lamp _ holders, | 
lanterns for street lighting 

ACME 
Motor starting switches 

AD 
Primary cells 

ADANAC 
Switch with fuses 


ADAPTABLE 

Earthing clip ... 
ADJUSTABLE 

Adapter (two pin to B.C.)... 


ADNIL 
Press-button switches of 
ADVANCE 
Flush and semi-recessed plug con- 
nectors 
AEROFLEX 
High rupturing capacity fuses and 
distribution boards 


AJAX-NORTHRUP 


** ebolite ” 


Electric furnace, high frequency, 
for steel, nickel alloys, platinum, 
&e. 

AJAX-WYATT 


Electric furnace, induction type, for 

brass and nickel-silver melting 
AKK-EMMAR 

Rectifiers for battery charging, 

kinema projectors, X-ray apparatus 

and all other non-inductive circuits 








ALBO 
Moulded bakelite material for 
switches, plug connectors, &c. 
ALL OR PART & “ wiagigil ” 
Tumbler switches ‘ 
ALLIGATOR 
Belt fasteners 
ALTON 
Storage batteries 
. ANCALITE 
Electric cables for railway signalling 
wor 
ANCHOR 
Black adhesive tape ... 
ANTI: SULFURIC 
Ename 
APEX 
Switch and fusegear ... 
ARGENTA 
Lamps (opal) ... 
ARLITA 
Internally frosted lamps 
ARMACELL 
Insulating varnish 
ARON 
Electricity meters, kVA and kW 
M.D.I.’s, time switches, taximeters, 
&e. 
ARORA 
Electric fires, electric kettles, elec- 


trical cooking apparatus, industrial | 
electric heaters | 


| A. P. Lundberg & Sons, Ltd., 


MANUFACTURED BY OR OBTAINABLE FROM 


Abbott, Anderson & Abbott, Ltd., 17, Fore St., E.C.2. 


Ltd., 88-90, Gt. Charles St., Bir- 


Electrical Components, 
mingham. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's 


d., Birmingham. 


American Hard Rubber Co. (Britain), Ltd., 13a, Fore St., 
E.C.2. 
London, S.W.1. 


A.C.E.C., 56, Victoria St., 
Herd & Co., Ltd., D2, Exchange Building, Liverpool. 


The “* Acme” Lighting & Engineering Co., Waverley Rd., 
St. Albans, Herts. 


Acme Electrical Mfg. Co.. Tariff Rd., N.17. 
Le Carbone, Coventry House, South Place, E.C.2. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
ste, Wel, 
Hann & Ingle, 13, Albert Place, Bridge St., Manchester. 


A. P. Lundberg & Sons, Ltd., Pioneer Works, 
Paradise Passage, Sheringham Rd., 


S. G. Leach & Co., 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Ltd., 26-30, Artillery Lane, E.1. 


Parmiter, Hope & Sugden, Lid., Fluvent Electrical Works, 
Vernon St., Longsight, Manchester. 
Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Automatic Rectifiers, Ltd., 75, Sancroft St., Lambeth, S.E.1 1. 


477-479, Liverpool Road, N.7. 


A. P. Lundberg & Sons, Ltd., 
J. B. Stone & Co., Ltd., 


477-479, Liverpool Road, N.7. 


135, Finsbury Pavement, E.C.2. 


| The Alton Battery Co., Ltd., Alton, Hants. 


Callender’s Cable & Construction Co., 
Victoria Embankment, 


Ltd., Hamilton House, 


Callender’s Cable & Construction Co., Ltd., Hamilton House, 


Griffiths Bros. Ltd., Macks Rd., S.E.16. 


Ltd., Apex Works, South Wimble- 


| .ondon, 


& Co., 


Foster Engineering Co., 
don, S.W.19. 


Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
W.C.2. 


Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 


Aron Electricity Meter, Ltd., 80, Salusbury Rd., Kilburn, 
N.W.6. 


Arora Co., 66, Rosebery St., Loughborough, Leicestershire. 
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NAME AND DESCRIPTION. 


ARROW 


Switchgear, wiring devices 


ARROW 
the complete line of wiring devices, 
reciprocating heating switches, &c. 


ARTIC 
Switchboards, distribution boards, 
feeder pillars, kiosks, &c. 

ARTIC 


Pressure-contact self-aligning fuses 
and links, electric light fittings, elec- 
tro-velocity radiators 


ARTOFEX 


THE ELECTRICAL 


Electric ovens for bakers and flour | 


confectioners 

ASEA 
Single, two- and three-phase a.c. 
motors and generators, direct cur- 


rent motors and dynamos, trans- 
formers 

ASTON 
Motors, dynamos and _ switchgear 


for commercial or marine use 
4.'.M. IN CIRCLE 
Telephone, telegraph, and signalling 
equipment 
{lL TONOFF 
lime switch 
AVERY 
Boiler scales, 
weighers 
AVERY 
Water’ weighers, 
chines, coal meters 


\,OMETER 


Electrical measuring instrument . 


totalisers and coal 


weighing ma- 


A. V.P. 

Electric arc welding supplies 
BAA 

Accumulator acid 
BAKELAQUE 


Insulating material 


BAKELITE 


Moulding materials, laminated 
sheets, varnishes, &c. 
BAKELITE 


Synthetic resins, cement, silent gear 
inaterial, &c. 


BAKELITE 
Insulating varnish 
BAKELITE 
Mouldings and insulating material 
BAKELITE 
Mouldings 
BAKELITE 
Insulating materials ... 
BAKELITE 
Mouldings and insulating materials 
BAKELITE 
Mouldings and insulating materials 
BALLSOK 
Admiralty pattern insulating beads 
BARRONIA 
Condenser tubes, castings, rod, 
sheet and ingot 
BARWICK 
Starters and regulators 
BATTERSEA 
Carbon brushes 
BATWIN 
Small motors 
B.C.M./A.T.M. 
felephone and telegraph equip- 
ment, electric heating and cooking 
appliances, mine signalling ap- 
paratus 


Electric drills ... 
BEANCO 


Switches 
BEANCO 

Dry cells 
BEANCO 

lLampholders 


Review TRADE NAMES SUPPLEMENT. 3 


MANUFACTURED BY OR OBTAINABLE FROM 


Arrow Electric Switches, Ltd., 79, Gt. Queen St., Kingsway, 
W.C.2. 
S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Artofex Eng. Works, Ltd., 6-8, Pentonville Rd., N.1. 


| Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 











Veritys, Ltd., Plume Works, Aston, Birmingham. 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, 


Milton Rd., Edge Lane, Liverpool. 
Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 


W. & T. Avery, Ltd., Soho Foundry, Birmingham. 


W. & T. Avery, Ltd., Soho Foundry, Birmingham. 


The Automatic Coil Winder & Electrical x Co., 
Ltd., Winder House, Douglas Street, S.W.1 


| Alloy Welding Processes, Ltd., Ferry Lane Works, Forest 
Rd., E.17. 
F. W. Berk & Co., Ltd., 106, Fenchurch St., E.C.3. 
Attwater & Sons, Hopwood St. Mills, Preston. 
Bakelite, Ltd., 68, Victoria St., S.W.1. 
Bakelite, Ltd., 68, Victoria St., S.W.1. 
Attwater & Sons, Hopwood St. Mills, Preston. 
Ltd., Magnet House, Kingsway, 


The Genera! Electric Co., 


London, W.C.2 


M-L Magneto Syndicate, Ltd., Coventry. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


The Brownie Wireless Co. of Great Britain, Ltd., Nelson St. 
Works, Mornington Crescent, N.W.1. 
Walthamstow, 


Thomas de la Rue & Co., Ltd., Shernhall St., 


E.17 


Lionel Robinson & Co., 3, Staple Inn, W.C.1. 


Ltd., 59, Parson’s Green Lane, S.W.6. 


Barronia Metals. 


Birmingham. 


Church Rd., 


47, Cornwall St., 
Ltd., Battersea Works, 


Donovan & Co., 
Morgan Crucible Co., 
S.W.11. 


Ltd., 138, Southwark St., S.E.1. 


Power Contracts (Batwin), 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, 
Milton Rd., Edge Lane, liverpool. 


Gerrard & Co., Ltd., 15-19, Gt. Titchfield St., W.1. 
Baxendale & Co., Ltd., Miller St., Manchester. 
Baxendale & Co., Ltd., Miller St., Manchester. 
Baxendale & Co., Ltd, Miller St., Manchester. 








4 THE ELECTRICAL 


NAME AND DESCRIPTION. 


B.E.C. 
Motors, starting gear, controllers... 
BECOL 
Ebonite 
BECOLATE 
Composite material, high tempera- 
ture insulating material 


B.E.L. 
High frequency apparatus, elec- 
trodes and spares 
Decorative and special types, in- 


cluding Maxtrip, Candelux, signal 
lamps, &c. 

BELLEROID 
{nsulators 

B.E.) 

Motors ... 


BERGMANN 
Fans, motors, cables 
BERLINER 


Automatic and telephone apparatus 


BERRY 
Transformers 
BERRYS 
Joint box compounds, troughing 
compounds, sleeve compounds 
BERWICK 


Electric fires 


BIMETAL 


Non-oxidising, non-arcing fuse wire 


BIRKA 
Automatic 
irons 

BLACKFRIARS 
Adhesive tape . 

BLACKLEY 
Tape 

BLACO 
Steel 
fittings 

BLAIZOLITE 
Adjustable patent projector lantern 

BLAKE 


Insulated staples 


** Super-Smoothwell " 


screwed and grip conduit 


BLUE LABEL 
ry cell és 
BONDIT 
Special bonded wiring system and 
fittings 
BOREAS 
Air compressors, vacuum pumps, 
pneumatic equipment 
BOTRADE 
I.C. switches and distribution boards 
BRIGHTRAY 


Nickel-chromium resistance wires 
and tapes for elements in electric 
furnaces, fires, &c. 


BRITANNIA 
Stationary lead accumulators for all 
purposes, accumulators for electric 
vehicles, motor-car and motor-cycle 
starting and lighting batteries 
BRITMAC 
Electrical accessories 
BRITTAIN 
Motors 


BROWNIE 


Wireless receivers and components 


BRUCE 
Street lighting lantern 


BRUSH 
Tramcars, 
*bus bodies 

BRUSH 
Transformers, motors and genera- 
tors, liquid starters 

BRUSH-LJUNGSTROM 


Steam turbo-generators 


BRUSTON 
Pumping installations, 
plants, oil burners 


tramcar trucks, motor 


lighting 
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MANUFACTURED BY OR OBTAINABLE FROM 


British Electric Co., 25-29, Lower Rd., Rotherhithe, S.E.16, 
The British Ebonite Co., Ltd., Nightingale Rd., Hanwell, W.7. 
The British Ebonite Co., Ltd., Nightingale Rd., Hanwell, W.7. 


Metro-Vick Supplies (Props. Associated Elecl. 
Ltd.), 155, Charing Cross Rd., W.C.2. 


Industries, 


British Electric Lamps, Ltd., Spencer Hill Rd., S.W.19. 


Barrett & Elers, Ltd., Dace Rd., E.3. 


Langdon-Davies 
Works, Dermody Rd., 


Brittain’s Electric Motor Co., formerly 

lec. Motor Co., Eastdown 
Lewisham, S.E.13. 

The Bergmann Electric Co., Ltd., 82, Victoria St., S.W.1. 


Shipton Automatic Telephone System, Ltd., Caxton House, 
Fothill St., S.W.1. 


British Electric Transformer Co., Ltd., Hayes, Middlesex, 


Berrys Compounds, Ltd., Short Rd., Stratford Market, E.15 
(formerly obtainable of Berry, Wiggins & Co., Ltd.). 


Premier Electric Heaters, Ltd., Premier Works, St. 
drew's Rd., Birmingham. 


An- 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 
Vernon St., Longsight, Manchester. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's 
Rd.. Birmingham. 


| Spicers, Ltd., 19. New Bridge St., E.C.4. 


Connolly’s (Blackley), Ltd., Blackley, Manchester. 


F. C. Blackwell & Co., Ltd., Great Crosby, Liverpool. 


Norrington & Landon, Ltd., 33, Brazennose St., Manchesier. 


Mosses & Mitchell, 
Row, E.C.1. 


Ltd., Chiswel!l Works, 60-64, Ironmonger 


Standard Telephones & Cables. Ltd., Columbia House, 


Aldwych, W.C.2. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Via- 


duct, E.C.4 


Lacy-Hulbert 
Croydon. 


& Co., Ltd., Boreas Works, Beddington, 


S. Bill & Co., Ltd., Queen’s Rd., Aston, Birmingham. 


Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


| The Wardle Engg. Co., Ltd., Elsinore Rd., 


Britannia Batteries, I.td., Britannia House, 233, Shaftesbury 
Avenue, W.C.2. 


C. H. Parsons, Ltd., Britannia Works, Tyseley, Birmingham. 


Brittain’s Electric Motor 
Elec. Motor Co., 
Lewisham, S.E.13. 


om 


0 formerly Langdon-Davies 
Eastdown 


Works, Dermody 


The Brownie Wireless Co. of Gt. Britain, Ltd., Nelson St. 
orks, Mornington Crescent, N.W.1. 


Old Trafford, 


Manchester. 


The Brush Electrical Engineering Co., L.td., 
Loughborough. 


Falcon Works, 


The Brush Electrical Engineering Co., Ltd., Falcon Works, 


Loughborough. 


The Brush Electrica! Engineering Co., 


Ltd., 
Loughborough. 


Falcon Works, 


G. C. Pillinger & Co., 53, Victoria St., S.W.1. 
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MANUFACTURED BY OR OBTAINABLE FROM 





B.T.H. 

Electrical equipment ... 
BULL 

Motors and dynamos 
BUSY BEE 

High and low tension switchgear ... 
BUSY BEE 

Refrigerator 
BUSY BEE 

Vacuum cleaner 
CABLEGRIP 


Cable boxes 


CAB TYRE 
Cab tire sheathed wires and cables 
of all types 

CAB TYRE 


Electrical cables 


CAB TYRE 
Cab-tire sheathed wires and cables 
of all types 
CAB TYRE 
Cab-tyre sheathed cables and wires 
C\BTYRIT 
Cerrosion-resisting rubber ... 
C\DURO 
Cadmium copper wire for trolley 
and transmission purposes 
C\LLENDER 
Feeder and transformer pillars, 
joint box compounds, disconnecting 
joint boxes 
C .LLENDER 
Electric cables of all types ... 


C.\LORA 
Electric heating pads, foot-warming 
mats, &c. 

C \MBRIDGE 


Instruments 


C\ANVARY 


Electric water heater 


CASTLE 
Dynamos, motors, switchgear 
CECIL 


Resistances, fan regulators, dimmers 


CELEC 


| Drake & Gorham, Ltd., Standard Rd., North Acton, 


British Thomson-Houston Co., 


Bull Motors, Ltd., 


Ltd., Rugby. 
ipswich, England. 

N.W.10. 
Drake & Gorham Wholesale, Ltd., 67, Long Acre, W.C.2. 
Drake & Gorham Wholesale, Ltd., 67, Long Acre, W.C. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 
W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Siemens Bros. Ltd., Woolwich, S.E.18. 
St. Helens Cable & Rubber Co., Ltd., Slough. 


& Co., 


Richard Johnson & Nephew, Ltd., Bradford Iron Works, 


Sliding resistances, dimmers, cinema 


resistances, and charging boards 


CENTURY 
Single-phase repulsion induction 
motors, two- and three-phase auto- 


matic start motors, fractional h.p. 


split phase motors 


CENTURY 
D.c. volt-ammeter test set 
Cc. & H. 


Electricity meters and instrument 
transformers 

C.H. 
Hand-operated and self-acting elec- 
tric motor controlling apparatus and 
wireless components 

CHANGE COIL 


Multi-range electrical testing set ... 


CHROMALOX 


Electric heating units 


CIRSCALE 


Electrical measuring instruments ... 
CITY 
Motors, a.c. and dic. . 


CLARITONE 
Loudspeakers and headphones 


CLASSIC 
Pulpit, 
fittings 

CLEMATEITE 
Arc-proof 
mouldings 

CLIFTEX 


Insulating tape 


COCUSITE (Regd.) 
Moulded bakelite material for acces- 
sories 


desk, piano, organ and car 


asbestos sheets and 


| Chamberlain & Hookham. Ltd., Solar Works, 


Manchester. 

Callender's Cable & Construction Co., Ltd., Hamilton 
House, E.C.4. 

Callender’s Cable & Construction Co., Ltd., Hamilton 
House, Victoria Embankment, E.C.4. 

M. E. du Bois & Co., 25, Redcross St., E.C.1. 


Cambridge Instrument Co., Ltd., 45, Grosvenor Place, 


S.W.1. 


Berry's Eijectric, Ltd, 85-6, Newman St., W.1. 


J. H. Holmes & Co., Ltd., Hebburn-on-Tyne. 


Mansell & Ogan, Ltd., 15-16, Floral St., Covent Garden, 
W.C.2. 


Curtis Mfg. Co., Ltd., Conduit Place, W.2. 


Asea Electric, |td., 5, Chancery Lane, W.C.2. 


{London), Ltd., Century Works, 


Lewisham, 


Elliott Bros. 
SE. 13. 


New Ba r- 


tholomew St., Birmingham. 


Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 

Record Electrical Co., Ltd., Broadheath, Altrincham, 
Cheshire. 

Geo. Bray & Co., Ltd., Leeds. 

Record Electrical Co., Ltd., Broadheath, Altrincham, 


Cheshire. 


City Electrical Co., 1, Emerald St., W.C.1. 


Automatic Telephone Mfg. Co., Ltd., Milton Rd., Edge 
Lane, Liverpool. 


The Lodge Fittings Co., Ltd, 57, Albert Rd., Aston, Bir- 


mingham. 
Old Kent Rd., S.E.15. 


Dacier, Ltd., 8, 10 & 12, Wagner St., 


Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger 
Row, E.C.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 








6 THE ELECTRICAL 


NAME AND DESCRIPTION. 


COLECTRIC 


A system of heating combining cen- 


tral heating with electricity for 
topping up 
COLUMBUS 
Automatic staircase time-lag 
switches 
COMPELLA 
Large bells for alarm-call and 
trafiic-operating on a.c. or d.c. 
CONCORD 
Wires and cables 
CONSTELLARAY 


Floodlight fittings 


COOLEX ADJUSTA 


Fuseboards and ironclad switches... 


CORNWALL 

Regulators and dimmers 
COSMOS 

Lamps 
COSYGLO 

Imitation coal fires ... 
COUNTESS 

Electric fires 
COXPAR 

Voltage regulator 
CRABTREE (Regd.) 

Switches, accessories and switchgear 
CRACORE 

Twin and three-core solid bitumen 


cables, cab tire sheathed trailing 
cables 
CREDA 
Heating and cooking appliances ... 
CRESCENT 


Electric fires 


CRESSALL 
Resistance nets, regulators, unit | 
heaters 

CRYPTO 
Generators and motors (a.c. and | 
d.c.), constant potential equip- | 
ments, commutating rectifiers, 
cinema arc sets, &c. 

CRYSELCO 
Electric lamps 

C.T.8. 


Cab tire sheathed wires and cables 
of all types 
T 


Electrical cables 


C.T.S. 
Cab tyre sheathed wires and cables 
of all types 


Cab-tire sheathed wires and cables 


C.T.S. 
Cab tyre sheathed cables and wires 
CUMULUS 
Electric water heaters 
DAMARDA 
Lacquer 
DARDELET 
Self-locking screw-thread bolts, 
nuts and studs and screw connec- 
tions 
DAVID 


lrons 


DAVIDSON 


Electric fires, 


DECO 
Patent limit switches, cable reeling 
drums, and special control devices 
for handling plants 

DELTA 
Bell batteries ... 


DESCO 
Fuses, distribution gear and switch- 
boards 

DIALITE 


Electric cables 


kettles and cookers 
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Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 


St., 


Elkay Electrical Manufacturing Co., Ltd., 4, Southampton 
Row, W.C.1. 


Cox-Walkers, North Eastern Elec. Works, Darlington. 


Ltd., Mills, New 


Concordia Electric Wire Co., Trent 


Sawley, near Nottingham. 


Central Electrical Engineers’ Assoc., Supply, Ltd., 193, 
Bethnal Green Rd., E.2. 

United Elec. Co. (Birmingham), Ltd., Coolex Works, Penn 
St., Birmingham. 


Donovan & Co., 47, Cornwall St., Birmingham. 


Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, 


Manchester. 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, 
Milton Rd., Edge Lane, Liverpool. 


Premier Electric Heaters, Ltd., 
Andrew's Rd., Birmingham. 


Works, St. 


Premier 


Cox-Walker & Partners, Darlington. 

J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 
W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
Credenda Conduits Co., Ltd., Oldbury, Birmingham. 


Hirsi, Ibbetson & Ltd., 7 & 7a, Blackfriars St., 


Manchester. 


laylor, 


Cressall Mfg. Co., Eclipse Works, 31 


Birmingham, 


& 32, Tower St., 


The Crypto Electrical Co., Ltd., Acton Lane, Willesden, 
London, N.W.10, associated with The Lancashire 
Dynamo & Motor Co., Lid., Trafford Park, Manchester. 


Cryselco, Ltd., Kempston Works, Bedford. 


| St. Helens Cable & Rubber Co., Ltd., Slough. 





W. T. Henley’s Telegraph Works 
Viaduct, E.C.1. 


W. T. Glover & Co., Ltd., 


Co., Ltd., Holborn 
Trafford Park, Manchester. 


Callender’s Cable & Construction Co., 
House, Victoria Embankment, E.C.4. 


Ltd., Hamilton 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Nathan & Allen, Ltd., 25, Victoria St., London, S.W.1. 
Bakelite, Ltd., 68, Victoria St., S.W.1. 


British Dardelet Threadlock (D.D.G.) Corp., Ltd., 42, Kings- 


way, W.C 


Chesterton, Jones & Co., Ltd., “‘ David Works,” Rushey 
Lane, Tyseley, Birmingham. 

Chesterton, Jones & Co., Ltd., *‘ David Works,’ Rushey 
Lane, Tyseley, Birmingham. 

Dalyte Electrical Co., Deco Engg. Works, West Row, 


N. Kensington, W.10. 


Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 
83-93, Farringdon Road, E.C.1. 


| G. P. Dennis, Ltd.. 66, South John St., Liverpool. 


| 


nee | St. Helens Cable & Rubber Co., Ltd., Slough. 
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Sept. 26th, 1930. 


NAME AND DESCRIPTION. 


DIAMOND 

Seal padlocks for slot meters 
DIAMOND H. 

Switches all types, 

control apparatus 
DIATRINE 


Diatrine paper-insulated cable 


DICTOGRAPH 
House and office telephones 


DIX-ONEMETER 


temperature 


! 
Multi-range portable testing meter | 


for current and volts with inter- 
changeable multipliers 


DOLPHIN 


Electric cookers, fires and other do- 
mestic electric appliances 


DOMINION 


Wireless receivers and components 


DOMINO 
Flat two-pin and two-pin 
extension connectors 

)OINLOK 
Switches and switch plugs ... 

DOT 


* earth” 


plugs (B.E.S.A. 2 amps.) 


DOUGLAS 


Automatic coil winder 


DO WSING’S 
Electric heating and medical appli- 
ances 

DP. 
Storage batteries 


DRAKA 
Cabies 
DUFLEX 


Control of pendulums in existing | 


turret clocks 
DULRAE 

Electric warming panels 
DUNDEE 

Adhesive protecting tape 


DUO-SAVELITE 
Double filament lamp 


DUPLEX 


Electric floor polisher, portable elec- 


tric sander, appliances for hair- 
dressers 
DUPLEX 
Two-way tumbler switch with 
** off’ position 
DUPLO = 
Motor-car lamps jiale sia 
DUREX 


Electric wiring system for C.T.S. or 
L.C. cables 
E 
Control gear, &c. 
EBOLITE 


Insulated switches of moulded com- | 


position 


EDGEWISE 
Narrow flush single-way, two-way, 
two-way and off, &c., switches 
EDISWAN 
Dry batteries ... ae pee 


EFA 
Incandescent and arc equipment for 
nlm and photographic lighting 

EFCO 
Resistance furnace, for heat treat- 
ment of metal, pottery kilns, enam- 
elling, &c. 

EFESCA 


Switches, batteries, lampholders . 


ELASTRONG 
Mechanical rubbers of all types .. 


ELASTUMEN 
Cable 
ELECT 
Cooking and heating apparatus, 


kettles, irons, fires, &c. 
EL SSTaerL AES 


Fires 


The Brownie Wireless Co. 


A. P. 


['wo-pin plug connectors and switch | 


. | Dulrae 


| Philips Lamps, Ltd., 


| Electrona Electrical Products, Ltd., 


. 


| A. P. Lundberg & Sons, 


| The Electric Heating Co., 
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MANUFACTURED BY OR OBTAINABLE FROM 


The Tourtel Mfg. Co., 48, Uxbridge Rd., Ealing, W.5. 


Hart Manufacturing Co., 76-76b, Rochester Row, S.W.1. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Dictograph Telephones, Ltd., Aurelia Rd., Croydon. 


Leslie Dixon & Co., 218, Upper Thames St., E.C.4. 


Domestic Electrification, 


Ltd., Townsend House, 
Place, 


Westminster, S.W.1. 


Greycoat 


of Great Britain, Ltd., Nelson 
Rs 


St. Works, Mornington Crescent, N.W. 


A. P. Lundberg & Sons, Ltd., 477-479, Liverpool Rd., N.7. 


Donovan & Co., 47, Cornwall St., Birmingham. 


Lundberg & Sons, Lid, Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The Automatic Coil Winder & Electrical Equipment Co., 
Ltd., Winder House, Douglas St., S.W.1. 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, 


Acton, W.3, 
and 91-3, Baker St., W.1. 


The D.P. Battery Co., Ltd., Bakewell, 


Derbyshire. 


Electric Cables, Ltd., 25, Old St.. E.C.1. 


Gent & Co., Ltd., Faraday Works, 


Leicester. 


Manufacturing Co., Ltd., 4, Bloomsbury Place, 
W.C.1. 
William Geipel, 
ms. $2.1. 


Ltd., Vulcan Works, 156-170, Bermondsey 
145, Charing Cross Rd., W.C.2. 


13, Friday St., Man- 


chester. 


| A. P. Lundberg & Sons, Ltd., Pioneer | ae Works, 


Paradise Passage, 


Sheringham Rd., 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
W.C.2. 


Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


Geo. Ellison, Ltd., Perry Barr, Birmingham. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The Edison Swan Electric Co., Ltd., 


123-5, Queen Victoria 
St., E.C.4 


Korting & Mathiesen Electrical, Ltd., 711-715, Fulham 
Rd., S.W.6. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


. | Falk, Stadelmann & Co., Tz Efesca Electrical Works, 


83-93, Farringdon Rd., E.C 
St. Helens Cable & Rubber Co., 
Johnson & Phillips, Ltd., 
The Electric Heating Co., 


Ltd., Slough. 
Charlton, S.E. 


George St., Croydon. 


George St., Croydon. 
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MANUFACTURED BY OR OBTAINABLE FROM 





ELECTRICOAL (HEATRAE) 
Imitation coal fires 


ELECTRIC TRANSMISSION 


Transmission line accessories, bush- 


ings, pole top switchgear 
ELECTROFLO 
Industrial instruments 
ELECTRO-VAPOUR 
Radiators eee 
ELEPHANTIDE 
Insulating pressboards 
ELGEE 
Electricity meters, time switches, 
and instrument transformers 
ELIMAFUSE 
Small circuit breakers for lighting, 
heating and power circuits 
ELIMINAIR 
Feed water deaerator 
ELIXUM 
Quick make and break switch and 
fuse, ironclad fuses 
ELLIOTT 
Electrical measuring instruments of 
all kinds 
ELLISON 
Circuit breakers, electric 
ELLISON 
Plastic insulating compound 
ELLMAR 
Bakelite mouldings for insulating 
and all electrical requirements 
ELMANCO 
Square universal house wiring box 
for lead-covered systems 
ELMITE 
Circular moulded universal wiring 
box for use with C.T.S. cables 
EMPIRE 
Insulating cloth and tape ... 
EMPIRE 
Insulating cloths, tapes, silks, papers 
and tubes 
ENA 
Electric fires, electric heating ele- 
ments 
ENDOLAC 
High grade black spirit insulating 
varnish for finishing coat on arma- 
tures and fields 
ENDURAL 


Special cables and compound 


ENFIELD 


Cables 


ENSIGN 
Lampholders, wall plugs, &c. 


E.P.S. 


Accumulators 


EQUATORIAL 
Cable ... 


EQUILUXO 


A special type of glassware 


ESLA 
Street-lighting 
tors 

ESSELL 
Insulating varnished cloth, papers, 
tapes, &c. 

EUREKA 


Vacuum cleaners 


EVER READY. 
Dry cells, batteries, 
lamps (portable) 
EXALT 


Switches, 


EXAUTO 
Time switch 

EXPRESO 
Quick make-and-break switches and 
switch-plugs 

FABROIL 


Non-metallic gears 


‘** Bi-multi’’ reflec- 


and 


electric 


switch-plugs, &c. 


Electric 


Electric Fires, |td., Heatrae Works, Norwich. 


Transmission, Ltd., Culford Works, Kingsbury 


Rd., Islington, N.1. 
Electroflo Meters Co., Ltd., Abbey Rd., Park Royal, N.W.10. 


| Benham & Sons, Ltd., 66, Wigmore St., W.1. 
| B. S. & W. Whiteley, Ltd., Pool-in-Wharfedale, Nr. Leeds, 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North 
Acton, W.3. 


Industry & Commerce Alliance, Ltd, Clare House, 55-59, 
Kingsway, W.C.2. 


| Richardsons, Westgarth & Co., Ltd., Hartlepool. 


Sykes & Dyson, Ltd., Queen’s Mill Rd., Huddersfield. 


Elliott Bros. (London), Ltd., Century Works, Lewisham, 
3b. 23. 


Geo. Ellison, Ltd., Perry Barr, Birmingham. 


Geo. Ellison, Ltd., Perry Barr, Birmingham. 


The Ell!mar Mouldings Co., Thimble Mill Lane, Birmingham. 


Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.|I. 


Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.1. 


Attwater & Sons, Hopwood Street Mills, Preston. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
Walthamstow, E.17. 


horse I ane, 


Ena Electrical Appliances, Ltd., Ena Works, 30, Church 
Rd., N.1. 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, 
W.C.2. 


| W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 
The Enfield Cable Works, Ltd., Lincoln House, 296-302, 
High Holborn, W.C.1. 
General Accessories Co., Ltd., 18-22, Euston Buildings, 








George St., N.W.1. 
re & Gold & E.P.S. Co., Ltd., 50, Grosvenor Gdns., 
W. 1. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 

Co., The 


Electric Street Lighting 


Canterbury. 


Apparatus Foundry, 


Spicers, Ltd., 19, New Bridge S., BC.4. 


Eureka Vacuum Cleaner Co., Ltd., 8, Fisher St.,. South- 


ampton Row, W.C.1. 
Ever Ready Co. (Great Britain), Ltd., Hercules Place, N.7. 


Co., Litd., 18-22, Euston Buildings, 


General Accessories 


George St., N.W.1. 
Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 


Ltd., 18-22, Euston Buildings, 


General Accessories Co., 


George St., N.W.1. 


British Thomson-Houston Co., Ltd., Rugby. 
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FAIRYLAND 
Lighting strip 


F.A.P. 


Conduit and fittings and accessories 


FARRINGDON 


Bells 


FERRANTI 


Radio receivers 


FERRANTI 


Radio components 


FERRANTI 
Radiant fires 


FERRANTI 
Water heaters 


FERRANTI 


Switchboard instruments 


FERRANTI 


Power transformers ... 


} ERRANTI 


Electricity meters 


FERRY 
Low temperature-coefficient, nickel- 
copper resistance wires and tapes 
for motor starters, &c. 

FIBRE 


Insulating materials ... 


FIBRE 


Insulating sheet, rod and tube 


rIREBLAZE 
Magicoal fire ... 


rIRIMINE 


Fuse switches ... 


rISH-SPINE 
Admiralty-pattern insulating beads 


FLAMINGO 
Electric fires 


FLEXOTUBE 

Insulated sleeving 
FLUVENT 

Distribution fuse boards 


FORMALITE 
Moulding powders 


FORMAPEX 
Insulating varnish, moulding mix- 
tures, miocarta sheet and tubes 


FORMITE 
Bakelite moulding materials 
FOSTER 


Transformers, kiosks, &c. ... 


FRANCIS 
Lamp locks in brass and bakelite 

FROUDE 
Dynamometers 
testing plants 

FULLER 
Transformers, single, two- and 
three-phase induction motors, motor 
starters 


F UL LOLITE 


lLamps 


FURSE 
Cinema curtain controllers and dim- 
mers, organ and orchestra lifts 
GAMEWELL 


Fire alarm systems ... 


GARDY 
Rotary switches and fuses ... 
GECOFIX 
Electric light 
description 
GECOPHONE 
Wireless receiving sets, components 
and accessories 


and wind tunnel 


fittings of every 


| Fitter & Poulton, Ltd., 


Fuller Elecl. & Mnfg. Co., Lid., 


wae x Lighting Co. (Implitico), Ltd., 2-6, Pocock St., 
S£.1. 

Vincent Parade, Balsall Heath, 
Birmingham. 


Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 
83-93, Farringdon Rd., E.C.1. 


| Ferranti, Ltd., Hollinwood, Lancs., and Bush House, W.C.2. 


Ferranti, Ltd., Hollinwood, Lancs., and Bush House, London, 
W.C.2. 

Ferranti, Ltd., Hollinwood, Lancs., and Bush House, London, 
W.C.2. 

Ferranti, Ltd., Hollinwood, Lancs., and Bush House, London, 
WAZ. 

Fomes®, 5 Ltd., Hollinwood, Lancs., and Bush House, London, 

Sate 

Ferranti, Ltd., Hollinwood, Lancs., and Bush House, London, 
W.C.2. 

Ferranti, Ltd., Hollinwood, Lancs., and Bush House, London, 
W.C.2. 


Henry Wiggin & Co., Itd., Wiggin St., 


Birmingham. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger 
Row, E.C.1. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 
Ltd., 85-86, Newman St., 


Berry's Electric (1928), Oxford 
W.1. 


es 
Oxford 


Berry's Electric (1928), Ltd., 85-86, Newman St., 
W.I. 


~ 


Taylor, Tunnicliff (Refractories), Ltd., 110, Cannon St., 
E..C.4. 
British Electric Transformer Co., Ltd. (Sunray PS ad 
Dept.), Wellington House, 125- 130, Strand, W.C 


John MacLennan & Co., 115, Newgate St., London, E,C.1. 
Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 
Vernon St., Longsight, Manchester. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 


horse Lane, Walthamstow, E.17 


The loco Rubber & Waterproofing Co., Ltd., Netherton 


Works, Anniesland, Glasgow, 


Bakelite, Ltd., 68, Victoria St., S.W.1. 
Ltd., Apex Works, South Wimble- 


Foster Engineering Co., 


don, S.W.19 


Francis Lamp Locks, Ltd., 2, 3 & 4, Cockspur St., S.W.1. 


| Heenan & Froude, Ltd., Worcester, England. 


5, Chancery Lane, W.C.2 


Edison ry an Electric Co., Ltd., 123-5, Queen Victoria St., 
EC. 

W. J. Furse & Co., Ltd., Traffic St., Nottingham. 

Standard Telephones & Cables, Ltd., Columbia House, 


Aldwych, W.C.2. 
Thompson & Co., | & 3, Olid Swan Lane, E.C.4. 


The General Electric Co., 
London, W.C.2. 


The General Electric Co., 
Sto 


London, 


Ltd., Magnet House, Kingsway, 


Ltd., Magnet House, Kingsway, 
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GECORAY 


Reflectors for shop-window lighting 


GENACCO 


Electrical accessories 


GENEX 


Electrical accessories 


GENII 
Geysers, water heaters, stills, radia- 
tors, thermostats, &c. 
GILSONITE 
Asphaltum, bitumen 
sASGOW-REX 


Ironclad switches 


— 


G 


GLIMALAC 
For making up mica plates or mate- 
rial commonly called micanite 
GLOBAR 
Non-metallic electric heating ele- 
ments and resistors 


GLO-CLAD 


Watertight and gastight electric 

lighting system 
GLOVERITE 

Insulated wires and cables for sig- 

nalling and special situations 
GLOVERS 

Electric wires, cables and lead 

rubber-covered house-wiring systems 
GLOVOX 

Compound insulated mains cables... 
GLOWRAY 


Nickel - chromium - iron resistance 
wires and tapes for elements in elec- 
tric irons, toasters, &c. 


GLYPTANITE 


Super micanite sheet 


GOBLIN 


Electric suction cleaner 


GRAHAM 
Naval telephone, band repeater and 
helm and engine indicator 
GREENGATE 
Cables ... 


GRIPTITE 
Adhesive tape 
H EZTANIC 


Nickel chrome high resistance wire | 


HAILGLASS 
All kinds of lighting glassware 


HAMILTON BEACH 
omestic appliances, carpet washers 
and drink mixers 
HARCOURT 
Artistic electric light fittings 


HART 
Electric accumulators 
HAZEMEYER 
Switchgear, &c. 
HEATRAE 
Electric fires, water heaters, oil 
heaters 
HEATRAE 
Immersion heaters, tubular heaters, 
small cookers, &c. 
HEENAN 
Air coolers, water coolers and elec- 
tric dynamometers 


Cables and fittings of all descrip- 


tions, glassware, wireless sets 
HELENITE 
Electric cables 
HELSBY 
Condensers for telephone, telegraph 
and power factor improvement 


HELSBY 

Cords (telephone and switchboard) 
HELSBY 

Rubber-insulated cables 
HELSBY 


Wiring systems 
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| Spicers, Ltd., 


Electric Fires, Ltd., 


| British Insulated Cables, Ltd., 


British Insulated Cables, Ltd., 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


General Accessories Co., Ltd., 18-22, Euston Buildings, 


George St., N.W.1. 


Genera! Accessories Co., Ltd., 18-22, Euston Buildings, 


George St., N.W.1. 
Geo. Nobbs, Ltd., 87-89, Cleveland St., Fitzroy Sq., W.1. 


Ashby, Morris, Ltd., 17, Laurence Pountney Lane, E.C.4. 


Midland Electric Mfg. Co., Ltd.. M.E.M. Works, Barford 


St., Birmingham. 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, 
W.C.2. 
British Resistor Co., Ltd., 32, Clare Rd., Halifax, England. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W._ T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


British Vacuum Cleaner & Engineering Co., Ltd., Parsons 
Green Lane, S.W.6. 


Alfred Graham & Co., Ltd., St. Andrew’s Works, Slough, 


Bucks. 


Greengate & Irwell Rubber Co., Ltd., Greengate Works, Sal-. 


ford, Manchester. 
19, New Bridge St., E.C.4. 
L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 


| Hailwood & Ackroyd, Ltd., Beacon Works, Morley, Nr. 


Leeds. 


| S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


| Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, 


Manchester. 


| Hart Accumulator Co., Ltd., Marshgate Lane, E.15. 


Alan Wright, 117, Victoria St., S.W.1. 
Heatrae Works, Norwich. 


Electric Fires, Ltd., Heatrae Works, Norwich. 


Heenan & Froude, Ltd., Worcester, England. 


H. E. Kettle, Ltd., St. Peters St., Maidstone. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


Prescot, Lancs. 


British Insulated Cables, Ltd., Prescot, Lancs. 
Prescot, Lancs. 


Prescot, Lancs. 


British Insulated Cables, Ltd., 
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HENLEX 


Special compound insulation 


HENLEY 


Link or fuse disconnecting boxes... 


HENLEY 
Distribution pillars ... ae 


HENLEY 
Tape 


HENLEY 
Cables of all types 


HENLEY 


Joint box compounds 


HENLEY 
Plywood backboards 


HENLEY WIRING SYSTEM 


Special wiring system and fittings 


HERCULACKER 


Automobile cables 


HERCULENE 


Electric cables 


ITERMES 
Bare copper wire and strip, cotton 
covered and braided wire and strip, 
light cables and flexibles 


HEROULT 
Electric furnace, arc type for steel 
and nickel melting 

HINGELESS 
Fuseboard 
able) 

HITEST 
Cables 


HOFFMANN 
Ball and roller bearings, steel balls 
and rollers 
HOLDERS 
Repetition parts in brass or steel, 
metal stampings, electric towel 
rails. lampholders and fittings 
HOLOPHANE 
Scientific lighting 
HOMESTEAD 
lrons 
HOMESTEAD 
Fires oss 
HOT-POINT 
Electric irons, soldering irons and 
branders 
HOTPOINT 


Domestic electric appliances 


(non-corrodible, detach- 


HOTPOINT-FALCO 


Electric cookers 


H.W.S. 


Special wiring system and fittings... 


HY PER-SCALE 
Electrical measuring instruments ... 
ICALL 
Electro-medical apparatus, electrical 
equipment for hairdressers 
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W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C. 1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

Concordia Electric Wire Co., Ltd., Trent Mills, New 
Sawley, nr. Nottingham. 

W. T. Henley’s Telegraph Works ‘Co., Ltd., Holborn 
Viaduct, E.C.1. 

Rd. Johnson, Clapham & Morris, Ltd., St. Mary's Rd., 


Newton Heath, Manchester. 


Electric Furnace Co., Lid., 17, Victoria St., S.W.1. 


S. Bill & Co., Ltd., Queen’s Rd., Aston, Birmingham. 

Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 
83-93, Farringdon Rd., E.C.1. 

Hoffmann Mfg. Co., Ltd., Chelmsford, Essex. 


Holders, Ltd., West Silvermills, Edinburgh. 


Holophane, Ltd., Elverton St., Vincent Sq., S.W.1. 


Baxendale & Co., Ltd., Miller St., Manchester. 


Baxendale & Co., Ltd., Miller St., Manchester. 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 
and 91-3, Baker St., W.1. 


Hotpoint Electric Appliance Co., Ltd., 34, Newman St., 
Oxford St., W.1. 


| Hotpoint Electric Appliance Co., Ltd., 24, Newman St., 


W. T. Henley’s 


IDEAL 
Electrical measuring instruments 
and relays of all types 
I. & F 


Controller fingers, contacts and col- 

liery coal-cutter spares and renewals 
IGRANIC 

Ail types of electric motor starting 

and motor controlling apparatus 

and wireless components 


IMP (Regd.) 


lat tumbler switches and switch 
plugs 
IMPERIAL 
Conduit tubes and accessories 
IMPERIAL 


Electric stage equipment 


| Imeson & Finch, ** Empress” 


Oxford St., W.1. 


Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
I. Calvete, Ltd., 59-61, North St., Clapham, S.W.4. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


Works, Stockton-on-Tees. 


Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 


| A. P. Lundberg & Sons., Ltd., Pioneer Electrical Works, 


Paradise Passage, Sheringham Rd., N.7 


Isaac Griffiths & Sons (Proprietors: James McDougall, 
Ltd.), Imperial Works, Wednesbury, Staffs. 


Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., 
S.E. 1. 


~~. 
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IMPREGNITE 
Black, solid, impregnating com- wine, Johnson & Co., Ltd., General Bldgs., Aldwych, 
Cz. 


pound for treating all types of cgils 
having a great depth of wire 
INKWELL 


Recording instruments wee new | 


INTERMEDIATE 
Tumbler switch for control of lamps | 
from more than two positions 

INVENTUM | 
Fires, cookers, water heating and | 
domestic appliances | 

INVENTUM 
Electric fires, electric water taps, 
electric cisterns { 

INVENTUM 
Electric fires, water 
cooking appliances 


IRONSAFE 
Switchboards 


ISscoO 


Ironclad service cutouts ... rom | 


heating and — 


ISOLAC 
An acid and waterproof, air drying 
and baking insulating varnish of 
high electrical resistance, and per- | 
manent plasticity 


| A. P. Lundberg & Sons., 


Everett. Edgcumbe & Co., Ltd., Colindale Works, Hendon, 
N.W.9. 


Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7 


lan Wright, 117, Victoria St., S.W.t. 


W. C. Yuille & Co., Ltd., 155a, St. Vincent St., Glasgow, C.2. 


Inventum Electrical Appliances, Sales Dept., 117, Victoria 


St., S.W.1. (Alan Wright, Sole Agent, Gt. Britain and 
Colonies) . 
Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
St., W.1 
W. T. Henley’s \domemedte Works Co., Ltd., Holborn 
Viaduct, 1 
General Bldgs., Aldwych, 


Pinchin, Johnson & Co., Ltd., 
W.C.2. 


JACELITE (Regd.) 
Moulded accessories ... J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 
JACKSON 
Electric cookers, fires, kettles, | The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 
breakfast cookers, &c. | 
dL. 
Universal wiring clips | Walter Balmford, M.I.E.S., ** Electric House,"’ 116, Steel- 
house Lane, Birmingham. 
& & ?, 
Wiring system Johnson & Phillips, Ltd., Charlton, S.E. 
JUBILEE 
Worm drive clips L. Robinson & Co., ** London Chambers,”’ Gillingham, Kent. 
KALANITE 
Insulating material Callender’s Cable & Construction Co., Ltd., Hamilton 
House, Victoria Embankment, E.C.4. 
KALANOID 
Plastic waterproof compound . | Callender’s Cable & Construction Co., Ltd., Hamilton 
House, Victoria Embankment, E.C.4. 
KALBITUM 
Anti-corrosive paint ... The Anchor Cable Co., Ltd., Leigh, Lancs. 
KALECORE 
Electric cables : Callender’s Cable & Construction Co., Ltd., Hamilton 
ouse, Victoria Embankment, E.C.4. 
KALEECO 
Wiring system Callender’s Cable & Construction Co., Ltd., Hamilton 
House, Victoria Embankment, E.C.4. 
KALIBOND 
Lead-sheathed cable having special Callender’s Cable & Construction Co., Ltd., Hamilton 


| 


bonding wire 
KANDEM 
Lighting fittings, electricity meters | 
and arc lamps for all purposes 
KANTARK 


Fuses, 


boards 
KATHANODE 


Storage batteries 
KEEPALITE 
Emergency lighting system... 
KEY FIBRE CONDUIT 
Conduit for underground cables and 


bird guards 
KILARC (Regd.) 


cut-outs and_ distribution 


Positive action quick make and 
break tumbler switches 

KINARKO 
Carbons for cinematograph work, 
&c. 

KINGSNORTH 


Joint box compounds, electrical fill- 

ing compounds, sleeve compounds 
KINGSWAY 

Combined switch and plug ... 


KLYMAX 
Single and two-way 
tumbler switches 


narrow-panel 


House, Victoria Embankment, E.C.4. 


Korting & Mathiesen Electrical, Ltd., 711 and 715, Fulham 


Rd., S.W.6 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham. 
Bakewell, Derbyshire. 


he D.P. Battery Co., Ltd., 


Chloride Electrical Storage Co., Ltd., Clifton Junc- 


near Manchester. 


The 
tion, 
E.C.4, 


Key Engineering Co., Ltd., 4, Queen Victoria St., 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 

The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


Berry, Wiggins & Co., Ltd., 
Stratford, E.15. 


The General Electric Co., Ltd., Magnet 
ae 


London, 


A. PF. 
Paradise Passage, Sheringham Rd., 





Tensulam House, Water Lane, 


House, Kingsway, 


Lundberg & Sons, Ltd., Pioneer * . on Works, 
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KOMET 
Electric heating appliances... 


KONFORM 
Switch plug 


K-RAY 
Concealed lighting of signs, show- 
cases, posters, shop facias, &c. 


KWIKWIRE 


KYE 


Electric lamps ... 


LANCASHIRE 


Generators and motors, synchron- | 


ous motors, turbo-alternators, &c. 


LATASCALE 


Indicating instruments 


LAURIE & INGLEFIELD 
Travelling lights and 
pendants 


LEATHEROID 


Insulating materials . 


LLATHEROID 


Insulating materials .. 


stretching 


LLATHEROID 
Insulating materials ... 

L.E.C, 
Switchgear, conduits, cables and 
wireless accessories 

LUCITE (Regd.) 


Electric cables and wires . 


LECITON (Regd.) 
Electric cables and wires ... 
LECOID (Regd.) 
Box filling compounds for electric 
cable jointing 


LEDWAY 
Junction box for lead-covered wiring 
systems 

LEKTRIK (Regd.) 
Switches, plug connectors and 


kindred accessories 


LIMPET TAPE 
Adhesive insulating tape ... 


LINAPEX 
Varnished cloths, silks, and tapes 


LINK 
Clips for fixing metal 
house wires 
LINOLITE 
Reflector fittings for shop-window, 
cornice and picture lighting 
LITHOLITE 


Moulded insulators 


sheathed 


LITTLE GIANT 
Electric and pneumatic 


hand drills 
LIVERPOOL CABLES 


Electric cables and wires 


portable 


Li 
House service meters, overhead line 
switchgear, lighting accessories 
Lie 
Wireless all-mains electric receivers, 

loud-speakers, &c. 
LOHYS 
Electrical sheets and stampings ... 
LORIVAL 
Insulating materials, rod, sheet, and 
tube. Specialists in cast and pressed 
mouldings of every description 
LOTEN 


L.T. accumulators 


L.P. 
Lamplock 


L.P.S. 


Universal test clips .. 
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Electric Heating & Hardware, Ltd., Crown Works, Berkley 
St., Birmingham. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
St.. W.t. 


A. W. Beuttell, Ltd., 96, Victoria St., S.W.1. 


| J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


Lampholders and tumbler switches | 


The British Elec. Transformer 


Co., Ltd. (Sunray Tricity 
Dept.), Wellington House, 2. 


125-130, Strand, W.C. 
Lancashire Dynamo & Motor Co., Ltd., Trafford Park, Man- 


chester, associated with The Crypto Electrical Co., Ltd., 
Acton Lane, Willesden, N.W.10. 


ome se (London), Ltd., Century Works, Lewisham, 
E13. 


Thos. Laurie & Co., Ltd., West End, Falkirk. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger 
Row, E.C.1. 


Attwater & Sons, Hopwood St. Mills, Preston. 


The Micaniie & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


The London Electrical Co., 1, Sherborne Lane, E.C.4. 


The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, 
Liverpool. 


The Liverpool Electric Cable Co., Ltd., Bootle, Liverpool. 


The Liverpool Elec. Cable Co., Ltd., Bootle, Liverpool. 
W. R. Thornton, Ltd., Barrow-in-Furness. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Connollys (Blackley), Ltd., Blackley Vale Mills, Blackley, 


Manchester. 


The loco Rubber & Waterproofing Co., Ltd., Netherton 
Works, Anniesland, Glasgow, W.3. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn 


Viaduct, E.C.1. 


A. W. Beuttell, Ltd., 96, Victoria St., S.W.1. 


Litholite Insulators, Ltd., 55-57, Hackney Grove, London, 
E.8 


The Consolidated Pneumatic Tool Co., Ltd., Egyptian 
House, 170, Piccadilly, W.1. 
The Liverpool Electric Cable Co., Ltd., Linacre Lane, 


Bootle, Liverpool 


Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 
Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Lorival Mfg. Co. (1921), Ltd., Norwood Werks, Southall, 


Middlesex. 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria 


Street, E.C.4. 


G. S. Peckham & Co., 4-5, New Compton St., Charing Cross 
Rd., W.C.2 


L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 
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L.P.S. ee : ; ' MAX 
{insulated varnished silk cambric, L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex, V 
paper, tapes and sleevings, bakelite, | an 
&e. es 

L.P.S. ; ss : ; , MAXI] 
Magnet and resistance wires, cords L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex, C} 
and tungsten contacts we 

L.P.S.-DUDLO MAXI 
Enamelled wire we ran ... | L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex, 

LUNDBERG 
Switches, plug connectors and A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, MAXI 
kindred accessories Paradise Passage, Sheringham Rd., N.7. In 

LUXRAY ws 
Glassware lighting units hae “ee Downes & Davies, | & 3, Stanley St., Liverpool. MAX’ 

LYRIC “4 
Fittings wire ... i = so W. T. Henley’s Telegraph Works Co., Ltd., Holborn (s 

Viaduct, E.C.1. ca 

M. & C, MAY! 
Open type switch and control gear, Mavor & Coulson, Ltd., 47, Broad St., Mile End, Glasgow. El 
ironclad switch and control gear, : 
flameproof switch and control gear M a 

MACADIE ios 
Automatic coil winder ne he The Automatic Coil Winder & Electrical Equipment Co., M.C.I 

Ltd., Winder House, Douglas St., S.W.1. ; ae 

MACINTOSH. od M.E.¢ 
Paper and rubber insulated cables The Macintosh Cable Co., Ltd., Derby. Sn 

MACINTOSH nee 
Wiring systems ane ane ne The Macintosh Cable Co., Ltd., Derby. ble 

MACONITE MEDI 
Electric wires and cables ... aie The Macintosh Cable Co., Ltd., Derby. Sp 

MAGICLOG an 
Electric log fires ois — ... | Berry’s Electric (1928), Ltd., 85-86, Newman St., Oxford MiG 

St., W.1. : Ele 

MAGICOAL a 

Electric fires ... e ae one Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford r 
Se, Wl. = 

MAGNALL-IRVING MEGC 
Thrust-borer for laying  under- The Hydraulic Engg. Co., Ltd., Chester. Ca 
ground cables, pipes, etc. 

MAGNET ‘ MEMI 
Electric fans of every description... | The General Electric Co., Lid., Magnet House, Kingsway, Iro 

London, W.C.2 

MAGNET MEMS 
Household electric appliances for | The General Electric Co., Ltd., Magnet House, Kingsway, Ins 
heating, cooking, washing, cleaning, London, W.C.2. 
ironing, &c. | MEM] 

MAGNET lro 
Wiring systems for general and in- | The General Electric Co., Ltd., Magnet House, Kingsway, 
dustrial purposes London, W.C.2. MEMS 

MAGNET Sp! 
Conduits, fittings and accessories... | The General Electric Co., Ltd., Magnet House, Kingsway, fus 

London, W.C.2. MERS 

MAGNET e 

Batteries ae pics one ave The General Electric Co., Ltd., Magnet House, Kingsway, MERS 
London, W.C.2. Ru 

MAGNUM METR 

Two-pin plug connectors ... ... | A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Ins 
Paradise Passage, Sheringham Rd., N.7. 

MANOR MICA 

Cookers, fires, water heaters | The Manor Electric Oven & Fire Co., 303, High Rd., Blo 
Chiswick, W.4. > 
em MICA 

MANSON Ble 
Adhesive protecting tape ... .-- | William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey thi 

| S:.. SE.1. spl 

MARANEX | MICA. 
Ship wiring cables ... a .»» | Callender’s Cable & Construction Co., Ltd., Hamilton Sa 

House, E.C.4. 

MARCONI MICR 
Various types of valves for recep- | M.O. Valve Co., Ltd., Osram Works, Brook Green, Sm 
tion and transmission, bright and | Hammersmith. 
dull emitter for both general and | MIDG 
special purposes | Fus 

MARELLI MILL 
Electric fans ... , _ --» | Marelli & Co., Ltd., 19-20, Garlick Hill, E.C. Cir 

MARTINS MINI) 
A.P. double-pole porcelain fuses... | W. C. Martin & Co., Ltd., 12, West Campbell St., Glas- Bal 

gow, C.2. oan 

MARTINDALE MODI 
Commstones, portable electric | Martindale Electric Co., Ltd., The Hyde, Hendon, N.W.9. Co 
blowers, mica undercutters | con 

MARVEL . MOOD 
Tumbler switches for variable con- A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Gla 
trol from two or more positions | Paradise Passage, Sheringham Rd., N.7. 

MASTA MORG 
Ironclad fuse-switches ies ..- | Berry’s Electric (1928), Ltd, 85-86, Newman St., Oxford Bru 

wt., Wel 
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MAXEI 
Vacuum 


a nd 


impregnating plant, 
armature winding machines, 


coreplate varnishing machines 


MAXIGRAPH 


coil 


Chart recording maximum demand 


instruments 


MAXIM 


Electric lamps 


MAXLUME 


Industrial and commercial lighting | 
fittings and heating apparatus 


MAXTORQ 


Sguirrel-cage type induction motors 
(single, two and three speed type) 


MAYTAG 


Electric clothes washer 


MAZDA 


Electric lamps 


M.C.L. 


& REPETITION 


Automatic screw machine products | 


M.E.C 


Small electric motors, a.c. and d.c. 


MECVENT 
Organ-blowing 


equipments, 


blower, industrial fans, &c. 
M’DIUM RESISTANCE 
Special high-quality dynamo sheets 


and stampings 
M::GGER 


Electrical instruments 


MEGGERLAC 


Grey enamel for 


insulating 


forge 


all 
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Anon. Machines Auxiliares 


I'Industrie, 66, Victoria St., S.W 


Soc. 


Pour l'Electricité and 


Victoria Rd., North 


Landis & Gyr, Ltd., Elgee Works, 
Acton, W.3. 


Poynter, Griffiths & Co., Ltd., Maxim Works, 75, Canon- 
bury Rd., N.1. * 


Veritys, Ltd., Plume Works, Aston, Birmingham. 


Lancashire Dynamo & Motor Co., Ltd., Trafford Park, 
Manchester, associated with The Crypto Electrical Co., 
Ltd., Acton Lane, Willesden, London, N.W.10. 

Hotpoint Electric Appliance Co., Ltd., 24, Newman St., 

Oxford St., W.1. 

Ltd., Crown House, 


British Thomson-Houston Co., 


Aldwych, W.C.2. 


The 


M.C.L. & Repetition, Ltd., Pool Lane, Langley, Birmingham. 
The Medical Engineering Co., Ltd., Englefield Rd., N.1. 


Millns Electrical Co., 17, Whitefriars St., E.C.4. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


classes of electrical windings where | 
heat dissipation is desired 


MEGOHMOID 


Cable materials 


MEMETTE 


Ironclad switches 


MEMS 


Insulated switches 


MEMREX 


lronclad switches 


MEMSET 


Splitters (D.P. switch with 4 S.P. 


fuses) 


MERSEY 


Motors and dynamos 


MERSEY CABLES 


Rubber-insulated wires and cables 


| Mersey Cable Works, 


to | 


METROHM 
Insulation testing set 
MICA 
Block splittings, washers, &c. 
MICA 
Block, cut or uncut, gauged 
thickness or natural thickness, | 


splittings, washers, &c. 


MICANITE 


Insulating sheet, tubes, washers, &c. 


MICROFU 


Small value fuse for low currents... 


MIDGET MASTA 


Fuse switch 


MILL 


Circuit breakers 


MINIMAX 


Evershed & Vignoles, Ltd., Acton Lane Wks., London, W.4. 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, 
W.C.2. 
Lindsay & Williams, Ltd., Bennett St. Works, Ardwick, 


Manchester. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham 


City Electrical Co., 1, Emerald St., W.C.1. 


Ltd., Linacre Lane, Bootle, Liverpool. 


Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, 
N.W.9. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 


horse Lane, Walthamstow, E.17. 


L. Vandervelde, 35, Minories, E.C.3. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


Telegraph Condenser Co., Ltd., Wales Farm Rd., North 


Acton, W.3. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
a, W.t. 


_ Geo. Ellison, Ltd., Perry Barr, Birmingham. 


Bakelite 2, 3 and 4 pin side-entry 


cord-grip plugs 
MODINE 


Copper radiation cabinet, blast and 


concealed heaters 


MOONSTONE 


Glassware 


MORGANITE 


Brushes 


| The Morgan Crucible Co., Ltd., Battersea Works, 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 


Paradise Passage, Sheringham Rd., N.7. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 
Underwood (Manchester), Ltd., 1, Dickinson St., Man- 
chester. 


Church 
Rd., S.W.11. 
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} 


MORGANITE 


Electric radiators 


MORTISE 
Single-way small narrow-panel | 
tumbler switches 

MOULDENSITE | 
Moulding powders and impregnat- | 
ing varnishes 

MOULDENSITE ea 
Moulding materials os se i 

MYCALEX | 


Insulation products ... 


N 
Insulating tape 

NALDERS 
Electrical measuring instruments 
and relays of all types 


Electrical plant 


N.C.S. 
Electrical measuring instruments 
and relays of all types 

NECO 
Electric motors } to | h.p., a.c. | 
and d.c. 


NEOPHONE 
The new high-efficiency central | 
battery telephone of the micro-tele- | 
phone pattern, standardised by the 
British P.O. 

NESDRUM 
W.T. boilers 

NEWBERRY 
Magicoal fires 


NEWBRIDGE 
Time switches 
NEWTONS OF TAUNTON — 
A.c. and d.c. dynamos_ an 
motors, |.t. switchgear, &c. 


NICHRO 
Electric domestic irons 
NICO 
Fittings, glassware and_ acces- | 
sories 
NIPHAN 
Couplings and plugs for cables . 
NO-LAG 
Induction motors 
NOMAG 
Non-magnetic iron 
NOMET 
Special wiring system and fittings 
NOVEL 


Switch, 5-amp. tumbler type, fitted 
with extra terminal for looping 
NOX 
Electric lamps and glass bulbs, 

tubing and rod 

OASIS 
Accumulator acid, acid-resisting 
paints, battery testers 


OHMALINE 

Insulating varnish 
OHMER 

Insulating testing sets 
OKONITE 


Insulating tape 


OLONITE 


Cable insulation and protection ... 


OMEGA 


Vacuum electric lamps of all kinds 


ORB 
Switchgear, ironclad 

ORBIT 
Traversing desk bracket or cabin 
fan for commercial or marine use 


OSRAM 
Various types of valves for recep- 
tion and transmission, bright and 
dull emitter for both general and 
special purposes 


2 | The Morgan Crucible Co., Ltd., Battersea Works, Church 


Ra., S.W.11. 


A. P. Lundberg & Sons, Ltd., Pioneer . ee Works, 
Paradise Passage, Sheringham Rd., N.7. 


Mouldensite, Ltd., Darley Dale, Derbyshire. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 


Mycalex ead Co., Ltd., 328, Abbey House, West- 


minster, S. 


| St. Helens Cable & Rubber Co., Ltd., Slough. 


| Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


. | Haslam & Newton, Ltd., Formerly Newton Bros. (Derby), 


Ltd., Alfreton Rd., Derby. 
Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
Normand Electrical Co., Ltd., 3, North Side, Clapham 
Common, S.W.4. 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 


Richardsons, Westgarth & Co., Ltd., Hartlepool. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
St. e: 


... | Horstmann Gear Co., Ltd., Newbridge Works, Bath. 
d | Newtons of Taunton, 6, Grape St., W.C.2. 


Cranmer & Cheshire, 9, Steward St., Spring Hill, Birming- 


ham. 


Nico Light Co., Ltd., 19, Farringdon Avenue, E.C. 


Simmonds & Stokes, Ltd., 4, Vernon Place, Southampton 
Row, W.C.1. 


| British Thomson-Houston Co., Ltd., Rugby. 


Ferranti, Lid., Hollinwood, Lancashire, and Bush House, 
W. 


me 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 


The Nox Eleciric Lamp Co., Ltd., Hunslet Rd. Works, 
Hunslet, Leeds. 


General Chemical & Pharmaceutical Co., Ltd., Judex Works, 
Sudbury, Middlesex. 


Griffiths Bros. & Co., London, Ltd.. Macks Rd., S.E.16. 
Nalder Bros. & Thompson, Lid., 97a, Dalston Lane, E.8. 


William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey 
St... Ble 


The Croydon Cable Works, Ltd., formerly known as The 
Greenwich Cable Works, Ltd., Mitcham Rd., Croydon. 


Omega Lampworks, Ltd., Rodney Place, Merton Abbey, 
S.W.19. 


Geo. M’Cartney & Co., Burnside Works, Cumnock, N.B. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 


M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammer- 


smith. 
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OSRAM 
Electric lamps for all conditions of 
lighting 
OSRAM 
Wireless valves of all types for 
general and special requirements 
OWL 


Electrical porcelain ... 


OZONAIR 
Ozone apparatus, pure air ventila- 
tion 
Pp. & G. 
Accumulators 
Pp & R. 
Accumulators 
PAKYDERM 
Finishing varnish 
P\XOLIN 
Bakelite varnish-paper _ boards, 


tubes. cylinders 

P\XOLIN 
Transformer and switchgear bush- 
ings, insulators, &c. 


PLERLESS 
Insulator and fibre ... 
PEERLESS 
Single-phase repulsion induction 
motors, generators and fans 
P! ERLESS 
Insulation paper 
P! ERLESS 


Insulation 


P!: LAPONE 
Country-house 
plants 

PP) RCO-WASH 
Electric clothes-washing 
and washboiler 

PU RNAX 
Cable insulation, bird guards 


electric _ lighting 


device 


PERTINAX 


Special bakelite board, tubes and 
rods 
PETROLEX 
Fire extinguishers for electrical 
equipment 
PHENOLITE 
Laminated bakelite ... 
PHILILITE 
Yotally-enclosed diffusing units 
PHILILUX 
Enclosed diffusing units 
PHILIPS 
Wireless and lamps .. 
PHILIRAY 


Shop window reflectors 


PHILITE 
Synthetic resins, plasties, etc., 
articles made therefrom 
PHILUMA 


Local lighting industrial units 


PHLATTA 
Switches 


PHONOPHORE 
Telephones for 
telegraph lines 

PIONEER 
Turn-type 


plugs 
PIRELLI-GENERAL 


Wires, cables and flexibles 


PIVOT 
Single 
switches 

PIVOT COMBINATION 
Two-pin tumbler switch plug 


PIVOT INTERMEDIATE 
Tumbler switches for control of 
lamps from more than two positions 


and 


superimposing on 


switches and 


and tumbler 


two-way 





switch | 





The General Electric Co., Ltd., Magnet House, Kingsway, 
London, z= 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


Geo. Wade & Son, Ltd., 
Burslem, Staffs. 


Ozonair, Ltd., 96, Victoria St., S.W.1. 


Pottery, High St., 


Manchester 


Pritchett & Gold & E.P.S. Co., Ltd., 50, Grosvenor Gardens, 
S.W.1. 


| Peto & Radford, Props.: Pritchett & Gold and E.P.S. Co., 


50, Grosvenor Gardens, S.W.1 


Ltd., 
Griffiths Bros. & Coa., London, Ltd., Macks Rd., S.E.16. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 


horse Lane, Walthamstow, E.17. 


Attwater & Sons, Hopwood Street Mills, Preston. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


J. Burns, Ltd, Wangye Works, Chadwell Heath, Essex. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


New Pelapone Engine Co., Ltd., 45, Baker St., W. 


The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 


| The Croydon Cable Works, Ltd., formerly known as The 











Greenwich Cable Works, Ltd., Mitcham Rd., Croydon. 
Lid., 60-66, Rochester Row, S.W.1. 


Geo. L. Scott & Co., 
Read & Campbell, Ltd., 75, Victoria St., Westminster, 
S.W.1. 


J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 

Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
W.C.2. 

Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
WA.8. 


Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
W.C.2. 
Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria 
., E44. 


Sterling Telephone & Elec. Co., Ltd., London. 


A. P. Lundberg & Sons, Ltd., Pioneer Works, 


Electrical 
Paradise Passage, Sheringham Rd., N.7. 


The General Electric Co., Ltd., Magnet 
London, W.C.2. 


A. P. Lundberg & Sons, Ltd., Pioneer 
Paradise Passage, Sheringham Rd., 


House, Kingsway, 


Electrical Works, 
N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 
A. P. Lundberg & Sons, Ltd., Pioneer Works, 


Electrical 
Paradise Passage, Sheringham Rd., N.7. 
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PIXY 
Bell pushes with straight-line move- 
ment 

PNEUCONEX 


Grit catchers 


PNEUCONEX 
Pneumatic coal, 
handling plants 

PNEUCONEX 
Pneumatic 
equipment 

POINTOLITE 


Lamps 


PREMIER 


Electric fires ... 


ash, 


and_ grain 


flue dust extraction 


PREMIER 


Accumulators ... 


PREMIER DUPLEX 


Electric vacuum cleaner 


PREMIER JUNIOR 


Electric vacuum cleaner 


PRESCOT 

ox compounds 
PRESCOT 

Feeder pillars ... 
PRESCOT 

Joint boxes 
PRESCOT 

Overhead equipment 

railways and tramways 
PRESCOT 

Paper insulated cables 
PRESCOT 

Cotton-covered wires 
PRESSPAHN 


Insulating board in all thicknesses 


PRESTO 
Single and two-way quick make and 
break bakelite pendant switches 


PRISMAT 
Directional bulkhead fitting 


for electric 


PRISMATIC 
Bulkhead fitting 


PROCELL (Regd.) 


Corrosion-proof rubber insulated 
cable 

PROMETHEUS 
lectric irons, radiators, water 
heaters, &c. 

PUL-SYN-ETIC 
Electric impulse clocks and time 
discipline apparatus 

QUADRO 
Four-pin plug connector (three 


pins and “ earth ’’) 


QUASI-ARC 


Electric welding plants and elec- 


Electric fires and cookers eee 


QUICKWAY 
Armature and _ stator coil-winding 
and forming machinery 


RADIODESCENT 
Appliances for radiant heat treat- 
ment 
RADIOMATIC 
Broadcast receivers, band repeater 
apparatus 
RADION 
Insulating material . 
RAPPER 
Percussive hand-drill for wall plugs 
RECORD 


Insulation testers, battery cut-outs, 
circuit breakers 


REESILEO 


Oils, insulating and lubricating . 
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A. P. Lundberg & Sons, Ltd., Pioneer Electrical 
Paradise Passage, Sheringham Rd., N.7. 


Works, 


Pneumatic Conveyance & Extraction (1929), Ltd., Broad. 


way Buildings, Broadway, S.W.1. 


Pneumatic Conveyance & Extraction (1929), Ltd., Broad. 
way Buildings, Broadway, S.W.1. 
Pneumatic Conveyance & Extraction (1929), Ltd., Broad. 


way Buildings. Broadway, S.W.1. 
Edison Swan Electric Co., Ltd., 


ree 3 


123-5, Queen Victoria St., 


| Premier Electric Heaters, Ltd., Keeley St., and St. Andrew’s 





Rd., Birmingham. 


Premier Accumulator Co. (1921), Ltd., Cattle Market Rd., 


Northampton. 


Hoipoint Electrical Appliance Co., Ltd., 24, Newman St., 
Oxford St., W.1. 

Hotpoint Electrical Appiiance Co., Ltd., 24, Newman St., 
Wl. 

British Insulated Cables, Ltd., Prescot, Lancs. 

British Insulated Cables, Ltd., Prescot, Lancs. 

British Insulated Cables, L.td., Prescot, Lancs. 

British Insulated Cables, Ltd., Prescot, Lancs. 

British Insulated Cables, Ltd., Prescot, Lancs. 

British Insulated Cables, Ltd., Prescot, Lancs. 

The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, 


Manchester. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
oh, Weds 


Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool. 


Dowsing Radiant Heat Co., td., Bollo Lane, Acton, W.3, 
and 9]-3, Baker St., W.1. 


Gent & Co., Ltd, Faraday Works, Leicester. 


A. P. Lundberg & Sons, Ltd., 477-479, Liverpool Rd., N.7. 

Quasi Arc Co., Ltd., 15, Grosvenor Gardens, S.W.1. 

William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey 
S + 


R.. Se 


Midland Dynamo Co., Ltd., 64, Belgrave Gate, Leicester. 


| Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 


and 91-3, Bake: St., W.1. 


Gent & Co., Ltd., Faraday Works, Leicester. 


— Hard Rubber Co. (Britain), Ltd., 13a, Fore St., 
tae 


Wm. Geipel, Ltd., Vulcan Works, 156-170, Bermondsey 
., Sz.4. 
Record Electrical Co., Ltd., Broadheath, Altrincham, 


Cheshire. 


Reesoils, Ltd., 1, Eldon Sq., Newcastle-on-Tyne. 











Sept. 2 


REFLI 
Con 
wor 
pen 

REGAI 
Ebo 

RELAY 
Aut 
inst 

RELIA 
Cire 

REPEI 
insu 

RESIL 
Pyr 
cisit 

ric: 

RESIS 
[nsu 

RL VEI 

Cun 
* of 

REVO 
lire 
coo 

ria 

REVO 
lror 

REX 
A.c 

REEC 
Swi 

RINGS 
Car 
con 

ROYA 
Lan 

RU PT! 
lror 

SADIA 

Wa 
ing 

SAFET 
lror 

SAFUS 
Fus 
anc 

ST. H 
Cal 
of 

ST. 
Ebc 

ST. H 

Ins‘ 
glo 
tap 

SALF¢ 

Cir 
SANG. 
Me 
SATC] 
Th 
SAUT 
Tir 
S$ & ( 
Tu 
Pa 
Ca 
Pre 
SECT 
Ele 
SEEC 
Mc 
SEEL 
Wi 
all 
ac 
SELC 
Sy 
SEMA 
Ca 





th, 1930, 


1 Works, 


J., Broad. 


1., Broad. 


1., Broad. 


storia St., 
Andrew's 
irket Rd., 
yman St., 


rman St., 


s, Black- 


| Works, 


Trafford, 
, Oxford 


iverpool. 


mn, W.3, 


td., N.7. 


mondsey 


eicester. 


n, W.3, 


“ore St., 
nondsey 


incham, 





Sept. 26th, 1930. THE ELECTRICAL 


2 


NAME AND DESCRIPTION. 


REFLEX 
Control of pendulums of existing 
workmen's. recorders and other 
pendulums 

REGAL 
Ebonite 

RELAY 
Automatic telephone and 
installations and fire alarms 


RELIANCE 
Circuit breakers 
REPELLITE 
Insulating sheets 
RESILIA 
Pyrometers, 
cision instruments, 
rical instruments 
RESISTON 


insulating material 


REVERSING 


calling 


electrical high pre- 
miniature elec- 


[umbler switch, with or without 
‘ off "’ position 

REVO 
fires and domestic apparatus, 


cookers, street lighting and indus- 
trial fittings 


REVO 
lrons, switchgear and fans 
REX 
A.c. meters 
REECO 


Switchboards, industrial fittings ... 


RINGSDORFF 
Carbon brushes, brush holders and 
controller fingers 

RCYAL EDISWAN 


Lamps 


RUPTOR 


Ironclad switch 


SADIA 
Water heaters, time switches, boil- 
ing plates, thermostats 
SAFETEE 
Ironclad switchgear ... 
SAFUSE 
Fuses and combined switch fuse 
and interlocked switch plugs 
ST. HELENS 
Cab tire sheathed wires and cables 
of all types, dialite cables | 
$1. HELENS 
Ebonite, corrosion-proof fittings ... 


ST. HELENS 





Insulating matting, insulating | 
gloves, insulating shoes, insulating | 
tapes 
SALFORD | 
Circuit breakers . vious =e 
SANGAMO-EDISWAN 
Meters rout Pes 
SATCHWELL 
Thermostats 
SAUTER 
Time switches and thermostats . 
S&C 
Turned and Screwed Repetition 
Parts from Bar in Brass and Steel, 
Capstan and Auto Productions and 





Pressings from Sheet 


SECTOR 


Electric irons, fires, accessories ... 


SEECOL 
Modern stage lighting equipment ... 
SEELCO 


Wiring system comprising lead- 
alloy sheathed wires and simple 
accessories 
SELCO 
Syrens, motors, fans 
SEMAPHITE 
Cables 


American Hard Rubber Co. (Britain), 


Thompson & Co., | 
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Gent & Co., Ltd., Faraday Works, Leicester. 


19, New Bridge St., E.C.4. 
Ltd., 


Spicers, Ltd., 


Relay Automatic Telephone Co., Marconi House, 


Strand, W.C.2. 
Whipp & Bourne, Ltd., Castleton, Manchester. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 


Foster Instrument Co., Letchworth, Herts. 


Ltd., !3a, Fore St., 


ot I 
A. P. Lundberg & Sons, Lid., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


| The Revo Electric Co., Ltd., Britannia Works, Tividale, 
lipton, Staffs. 
The Revo Electric Co., Ltd., Britannia Works, Tividale, 


Tipton, Staffs. 


& 3, Old Swan Lane, E.C.4. 


Robinson & Hands Electric Co., Ltd., Barwick St., Birming- 
ham. 


Ringsdorff Carbons 
Hendon, N.W.9. 


(England), Ltd., Colindale 


Avenue, 


Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., 
E.C.4. 


W. T. Henley’s 
Viaduct, E.C.1. 


Telegraph Works Co., Ltd., Holborn 


Sadia, Ltd., 22, Newman St., W.1. 


L. Weekes (Luton), Ltd., Luton, Beds. 


Donovan & Co., 47, Cornwall! St., Birmingham. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


General Electric Co., Ltd., Magnet House, Kingsway, 


London, W.C.2. 
aan vy oe Electric Co., Ltd., 123-5, Queen Victoria St., 
C.4, 


The Rheostatic Co., Ltd., Mackenzie St., Slough, Bucks. 


Nathan & Allen, I.td., 25, Victoria St., London, S.W.1. 


Spears & Company Capstan Repetition Works, 68, Park 
Rd., Hockley, Birmingham. 


Electrical Components, Ltd., 88-90, Gt. Charles St., Bir- 


mingham. 


Strand Elec. & Eng. Co., Ltd., 24, Floral St., W.C.2. 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper 
Thames St., E..C.4. 


| S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


Johnson & Phillips, Ltd., Charlton, S.E. 
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SEMOCO 
Portable and sandproof lighting 
sets, generators and motors for 


aeroplanes, wireless and cinemato- 
graph services 


SERIES-PARALLEL 


Tumbler switch with or without 
** off "’ position 
SERVICE 
Grid resistances and accessories ... 
SHAKEPROOF 


Lock washers, locking terminals for 
vibration proof connections 


SHAYDOLITE 
Lamp lacquer ... 
SHIPTON 


Automatic telephone systems 


SIEMENS 


Electric lamps 


SIEMENS 
Electric pyrometers 
thermometers 
SIEMENS 
Batteries—fluid and dry 
SIEMENS 
Ebonite ... 
SIEMENS 
Joint boxes, feeder 
service fuse boxes 
SIEMENS 
Electric 
types 
SIFAM 
Electrical and radio measuring in- 
struments and instrument 
formers 
SILUMINITE 
Insulating and arc-resisting mould- 
ings 
SILVALUX 
Electric lamps (opal) 


SILVARAY 


One-piece glassware fittings 


SILVEROID 


Corrosion-resisting 


and distance 


pillars, house 


cables and wires of all 


nickel-copper 


alloy, silvery-white for electrical 
fittings, &c. 

SILVERSTONE 
Decorative glassware, shades, 


bowls, and enclosed lighting units 


SILVERTOWN 


Cables, instruments, 


SIMPLEX 
Conduits and all electric installa- 
tion equipment 
SIMPLEX 
** Ordinary "’ 
contacts 
SINDANYO 


Insulating and arc-resisting boards 


SIROCCO 
Fans 

SISSON , 
Enclosed self-lubricating and open- 
type steam engines, steam-driven 
dynamos complete 

SISTOFLEX 
Insulating 
leatheroid 

SISTOFLEX 
Varnished cloth, paper, tapes, &c. 


SLOTTED STEEL 
For adjustable switchgear, frames, 
shelving, racks, &c. 
SMOOTHWELL 


Electric irons ... 


SOLARIUM 


Electric sun baths ... 


SOLBIT 

Solid bitumen mining cables 
SOLINK 

Isolating links 


SOTONITE 


Insulated cables 


&c. 


and “ Reverse *’ door 


fibre and 


sleeving, 


| Siemens Elec. Lamps 


| Elliott Bros. (London), Ltd., Century Works, 
tM eB 


trans- | 


Small Electric Motors, Ltd., Eagle Works, Church Fields 
Rd., Beckenham, Kent. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The Rheostatic Co., Ltd., Mackenzie St., Slough. 
Barber & Colman, Ltd., Marsland Rd., Brooklands, near 


Manchester. 


Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 


Shipton Automatic Telephone System, Ltd., Caxton House, 
Tothill St., S.W.1. 


& Supplies, Ltd., 38 & 39, Upper 


Thames St., E.C.4. 


Lewisham, 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Siemens Bros. & Cc., Ltd., Woolwich, S.E.18. 


Sifam Electric Instrument Co.. Ltd., Bush House, Aldwych, 


Trafford Park, Manchester. 


Turner's Asbestos Cement, Ltd.. 


& Supplies, Ltd., 38 & 39, Upper 


Siemens Elec. Lamps 
Thames St., E.C.4. 
& Supplies, Ltd., 38 & 39, Upper 


Siemens Elec. Lamps 


Thames St., E.C.4. 


Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, 


Manchester. 


India Rubber, Gutta Percha & Telegraph Works Co., Ltd., 
106, Cannon St., E.C.4. 


Simplex Conduits, Ltd.. Garrison Lane, Birmingham. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Turner's Asbestos Cement, Ltd., Trafford Park, Manchester. 


Davidson & Co., Ltd., Sirocco Eng. Works, Belfast, Ireland. 


| W. Sisson & Co., Ltd., Elmbridge Rd., Gloucester. 


Spicers, Ltd, 19, New Bridge St., E.C.4. 


| Spicers, Ltd.. 19, New Bridge St., E.C.4. 


| Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, 





Birmingham 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew’. 
Rd., Birmingham. 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 
and 91-3, Baker St.. W.1. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Donovan & Co., 47, Cornwall St., Birmingham. 


Pirelli-General Cable Works, Ltd., and 


Eastleigh. 


Southampton 
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S P 
High- and low-tension insulators 
for transmission lines, insulators 
for switchgear, transformer bush- 


ings, &c. 
SPECIAL LOHYS 

Electrical sheets and stampings ... 
SPEEDFIX 


Patent self-centering terminals 


SPENCER-BONECOURT 
Waste Heat Boilers, Economisers, 
Kirke Patent Boilers, &c. 


STALLOY 
[Transformer sheets and stampings, 
telephone and loud-speaker diaph- 
ragms 


STANDARD 
Cables of all types ... 


STANDARD 
Public address systems 


STANDARD 
Telephones for all purposes, manual 
and automatic 

STANDARD 


Traffic control system 


SIANDARD 
Wireless transmitting and receiving 
apparatus 

SIANNOS WIRING SYSTEM 
V.LR. wires protected by a water- 
tight tinned copper sheathing suit- 
able for concentric or two-wire in- 
stallation 

Si EATAIN 
High- and low-tension insulators for 
transmission lines, insulators for 
switchgear, transformer bushings, 


&e. 
STELLA 
Electric lamps 
STERLING 
Insulating varnishes, solid impreg- 
nating compounds, wire enamels 
STERLING 
Telephone systems 
equipment 
STRAIGHT-LITE 
Reflector fittings for shop windows, 
cornice and_ picture lighting, 
straight-lite tubular signs 
STROWGER 
Public automatic telephones and ex- 
change equipment, private auto- 
matic exchanges 
SUDDEUTSCHE 
Cable and flexible 


SUNBEAM 

Magicoal fire ... 
SUNBERRY 

Magicoal electric fire 
SUNDOWN 


Magicoal electric fire 


SUNRAY 


Tricity radiators 


SUPACON 
Electric cables 
SUPASTONE 
illuminating lighting glassware 
SUPAUL 
Electric cables, electrical 
sories, electric signs 
SUPER-BOX 


House-wiring joint box 


SUPERLUX 


Glasswa re 


and signalling 


acces- 


SUPERSCALE 


Indicating instruments 


SUPER SEASONED 
Vulcanised fibre 

SUPRONIC 
Cupro nickel 

SWAN BRAND 
Electric cooking utensils, sterilisers, 
and pedestal heaters 


high resistance wire 
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Steatite & Porcelain Products, Ltd., Stourport, Worcs. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


The General Accessories Co., Ltd., 18-22, Euston Buildings, 


George St.. N.W.1. 

Spencer-Bonecourt, Ltd., Broadway Buildings, S.W.1. 

Joseph Sankey & Sons, Ltd., Bilston, Staffs. 

Standard Telephones & Cables, Ltd., Columbia House, 
Aldwych, W.C.2. 

Standard Telephones & Cables, Ltd., Columbia House, 
Aldwych, W.C.2. 

Standard ie yay & Cables, Ltd., Columbia House, 
Aldwych, W.C.2 

Standard Telephones & Cables, Ltd., Columbia House 
Aldwych, W.C.2. 

Standard Telephones & Cables, Ltd., Columbia House, 


Aldwych, W.C.2. 


& Co., Ltd., Woolwich, S.E.18. 


Siemens Bros. 


Steatite & Porcelain Products, Ltd., Stourport, Worcs. 


Stella Lamp Co., Ltd., Winchelsea Rd., Harlesden, 


The Sterling Varnish Co., 


Manchester. 


N.W. 


Fraser Rd., Trafford Park, 


Sterling Telephone & Elec. Co., Ltd., 


London. 


Straight-Lite Reflectors, Ltd., Oxford House, 9-15, Oxford 
St., W 
Automatic Telephone Manufacturing Co., Ltd., Strowger 


Works, Milton Rd., Edge Lane, 


Liverpool. 


“Z” Electric Lamp & Supplies Co., Ltd., 73, Newman St.. 
W.1. 


Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
swe 


x... W. 


Berry's Electric, Ltd., 85-6, Newman St., Oxford St., W.1. 


Berry's Electric, Ltd., 85-6, Newman St., Oxford St., W.1. 


British Electric Transformer Co., Ltd. (Sunray Tricity 
Dept.), Wellington House, 125-130, Strand, W.C.2. 
Superlamp, Ltd., 92-4, Paul St., E.C.2. 


Wholesale Fittings Co., Ltd., 23-27, Commercial St., E.1. 


Superlamp, Ltd., 92-94, Paul St., E.C.2 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 

The General Electric Co., Ltd., Magnet House, Kingsway, 
W.C.2. 

Everett, Edgecumbe & Co., Colindale Works, Hendon, 
N.W.9 


J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


L.P.S. Electrical Co., 
Ltd., 61, 


Ltd., Ealing Rd., Alperton, Middlesex. 


Mayall & Co., Moor St., 


Birmingham. 
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SWANLITE 
Unit lighting fittings ... 


SYNCHRONOME 
Electric clocks 
TANGENT 
Sound signals, ironcased and wood- 
aa* and RADIO apparatus 


Electric stop motion (safety device 
for engines) 

TAYLOR-SCOTSON 
Voltage regulator 

T.C.C, 

Mansbridge and paper condensers, 
mica condensers, power factor im- 
provement condensers 

TELAC 
Tumbler switches, accessories, 
switchgear, ironclad gear 


TELENDURON 


Battery containers 


TELENDURON 
Insulators for telegraph and tele- 
phone lines, also insulation mould- 
ings for electrical trade 
TENBY 
Junction boxes, clips, saddles, &c. 
TERRA-GRIP 
Continuity wiring system ... 
TERRAPIN (Regd.) 
Two-pin and “earth” plug con- 
nectors 
TEST SHEATH 
Test conductor for 
electric cables 


THERMOID 
Flexible cord ... 


THISTLE 

Conduit tubes and fittings ... 
THISTLE 

Galvanised span and guard wire 

strand to M.T.A. specification 
THISTLE 4 
Tonk” steel armature binding wire 


Washers and ironers 


THOR 


Vacuum cleaners 


THOR 


Juvenators ° 


THREE STAR 
Accumulators ... 
aay” weg 
utomatic voltage regulators 
TITAN . , : 
B.E.S.A. Standard 30 amps. two- 
pin plug connector 
TREVA 
Electrical accessories 
TRICITY 
Cookers 
TRICITY 


Cookers and tableware 


TRIPIN (Regd.) 
ree-pin plug connector (all cur- 

rent-carrying pins) 

TRIPOLIT 
lriple pole tumbler switch, positive 
quick make and break 

TRIUMPH 
Fuses, ironclad fuse gear, “ Castle "’ 
plugs and sockets 

TRIVECTOR 
Indicating and recording instru- 
ment giving kW Max., kVa Max., 
kVa sin @ Max., and consumption 
on ail three components 

TROJAN 
Electric irons, electric fittings and 
electric kettles 

TUCKER 
Tumbler switches, accessories, 
switchgear, ironclad gear 

TUDOR 
Batteries 

TUFNOL 


Tube, rod and panel insulation 


underground 
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MANUFACTURED BY OR OBTAINABLE FROM 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria 
St., E.C.4. 


Synchronome Co., Ltd., 32-4, Clerkenwell Rd., E.C.1. 
Gent & Co., Ltd., Faraday Works, Leicester. 


James Tate & Co., Victory Works, Bradford. 
Cox-Walker & Partners, Darlington. 


Telegraph Condenser Co., Ltd., Wales Farm Rd., North 
Acton, ; 





| J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, 
B. 17. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, 
E.17. 


S. O. Bowker, Ltd., 37, Tenby St., Birmingham. 
Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn 
Viaduct, E.C.1. 


James McDougall, Ltd., Wednesbury, Staffs. 


Frederick Smith & Co. Wire Manufacturers, Ltd., Halifax. 


Frederick Smith & Co. Wire Manufacturers, Ltd., Halifax. 


Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., 
E.C.4. 


Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., 
E.C.4. 


Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., 
E.C.4, 


Three Star Accumulators, Ltd., Rosebery Avenue, N.17. 
British Thomson-Houston Co., Ltd., Rugby. 
A. P. Lundberg & Sons, Ltd., 477-479, Liverpool Road, N.7. 


Trevelyans (B'ham), Ltd., 135, Bracebridge St., Birmingham. 


Ltd., Hayes, Middlesex. 


British Electric Transformer Co., 


Co., Ltd. (Sunray Tricity 
125-130, Strand, W.C.2. 


British Electric Transformer 
Dept.), Wellington House, 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Castle Fuse & Engineering Co., Ltd., 33, Chester St., 


Liverpool. 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North 
Acton, W.3. 


John Shaw & Sons (Wolverhampton), Ltd., Wolverhampton. 
J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham 


Tudor Accumulator Co., Ltd., Norfolk Street, W.C.2. 





Geo. Ellison, Ltd., Perry Barr, Birmingham. 
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NAME AND DESCRIPTION. 


TUNGSRAM 


ta wireless valves and photo 


UNGSTALITE 
Electric lamps 

TURBAX 
Fabric bakelite for electrical pur- 
poses and mechanical gearing 


TURRET 


Multiple-way two-pin plug connec- | 


tor (3 to 6 ways) 
TWINOB (Regd.) 
Tumbler switch 
** off’), also a.c. 
and switch plug 
TYPERLITE 
Lighting standard for typewriters, 
ofhce machines and all purposes 
ULTRADESCENT 
Appliances for ultra-violet ray (arti- 
ficial sunlight) treatment combined 
with radiant heat 
Ui. TRALITE 


One piece glassware fittings 


‘ITALK 


Intercommunication telephones 


‘ITEM 
adaptor, B.C., 2- 


** Two-service 
pin heed 


(either, both or 
motor control 


Dowsing Radiant Heat Co., 


U ‘IVERSAL 
Two-pin plug connectors and 
switch plugs (B.E.S.A. 5 amps.) 
UNIVERSAL 
House-wiring joint box 
U sEAL 
Corrosion-proof fittings 
UVYRAL 
Ultra-violet ray apparatus and 
accessories 
ViC-TRIC 


All British vacuum cleaners, handle 

and cylinder models 
Vi\NDUARA 

Insulating tapes, insulating materials 
V\NGARD 

Lampholders, pear switches 
V.C. 

Switch for vacuum cleaners 

other portable apparatus 
VEETA 


Quick make-and-break switches ... 


and 


VENNER 
Time switch, thermostats, and stop 
watch 

VENTEX 
Air filter 

VIKING 
Fuse switch 

VINCENT 
Switch fuse 

VIRCLAD 
Cables 

VISCO 
Air filter 

VULMOS 


Vulcanised fibre and leatheroid ... 


WALSALL 
Steel conduits and fittings ... 
WARD LEONARD 


Resistances, dimmers and rheostats 


WARWICK 
Lampholders 
and fuse gear 

“ W.E.” 

All classes of conduit fittings 

WEEKES 


Electrical 


and fittings, switch 


fuses 





| L. Weekes (Luton), 


WELDRICS IMPROVED GRADE | A | 


Arc welding electrodes 
WELLS 
Waste oil filters 


WEMBLEY 
Street-lighting lanterns 


WESTMINSTER 
Carbon brush holders, arc lamps 
(photo and medical), electric weld- 
ing machines 
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MANUFACTURED BY OR OBTAINABLE FROM 


Tungsram Electric Lamp Works a x ssanaatie Ltd., Com- 


merce House, 72, Oxford St., 

Tungstalite, Ltd., 47, Farringdon Rd., E.C.1. 

Dacier, Ltd., 8, 10 & 12, Wagner St., Old Kent Rd., S.E.15. 

A P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 

A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The Typerlite Co., 86, Cannon St., E.C.4. 


Ltd, Bollo Lane, 
and 91-93, Baker St., W.1. 


Acton, W.3, 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper 


Thames St., E.C.4 
W. C. Davey & Co., Mortimer Market, W.C.1. 


A. P. Lundberg & Sons, Ltd., canes | cosas Works, 
Paradise Passage, Sheringham Rd., 


A. P. Lundberg & Sons, Ltd., Pioneer 
Paradise Passage, Sheringham Rd., 


Works, 


Electrical 
y 2 


W. vs Henley’s Telegraph Works Cen Ltd., Holborn 


Viaduct, EC.1. 

St. Helens Cable & Rubber Co., Ltd., Slough. 

Metro-Vick Supplies (Props.: Sasertated Elecl. Industries, 
Ltd.), 155, Charing Cross Rd., W.C.2. 

Vac-Tric, Ltd., Waterloo Rd., North Circular Rd., N.W.2. 


John MacLennan & Co., London, E.C.1. 
The Vitalite Co., Ltd., Carpenters Rd., E.15. 
A. P. Lundberg & Sons, Ltd., 477-479, Liverpool Rd., N.7. 


115, Newgate St., 


Ltd., 


The General Aoemeanies Co., 
George St., N.W.1. 


Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 


18-22, Euston Buildings, 


Ozonair, Ltd., 96, Victoria St., S.W.1. 
- | Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford 
| st.. W.1. 
Vincent Switchgear Mfg Co., Ltd., Sampson Rd. North, 
Birmingham. 
Electric Cables, Ltd., 25, Old St., E.C.1. 
Visco Engineering Co., Ltd., 162, Grosvenor Rd., S.W.1. 
Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Iron- 


monger Row, E.C.1. 
Walsall Conduits, Ltd., Excelsior Works, West Bromwich. 


William Geipel, Ltd., Vulcan Works, 
m., $2.1. 


156-170, Bermondsey 
William McGeoch & Co., Ltd., 
Coventry Rd., Birmingham. 

9, Horseferry Rd., S.W.1. 

Ltd., Luton, Beds. 
Weldrics (1922), Ltd., Station Rd.. Beeston, 
A. C. Wells & Co., Ltd., Carnarvon St., 


Warwick Works, 46, 


Bernard & Co., 


Notts. 


Cheetham, Man- 


chester. 
The General Electric Co., Ltd., Magnet House, Kingsway. 
London, W.C.2. 


Westminster Engineering Co., Victoria Rd., N.W.10. 
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NAME AND DESCRIPTION. 


WESTON 
Electrical measuring instruments, 
instruments for radio service, high 
frequency thermo instruments 
WILD BARFIELD 


Furnaces and muffles 


WILMIL 
Aluminium castings ... 

WITTON 
Electric motors for domestic and 
industrial uses 


WITTONITE 


Insulating mouldings 


WYLEX 
Switch plugs 
XCEL > 
Electric heating and cooking appli- | 
ances | 
XCEL 


Electric domestic appliances 


XCEL 

Electric and cooking appliances ... 
XTRA-POINT 

Lampholder and plug 


4 


} 
| 
Wiring supplies he dove nie | 
ZED 


Fuses 


ZEISS 
Reflector fittings for shop windows, 
offices, industrial and public light- | 
ing, street and flood lights | 
ZENAL 


Non-oxidising fuse element... 


ZENITE 


Resistance units 


ZENITH 
Transformers, 
testing equipment, &c. 

Z.1.R 


Rust-proof conduit and fittings ... 


resistances, meter- | 
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MANUFACTURED BY OR OBTAINABLE FROM 
Weston Elecl. Instrument Co., Ltd., 15, Gt. Saffron Hill, 
BC,4. 


Wild-Barfield Electric Furnaces, Ltd., Elecfurn Works, 


North Rd., Holloway, N.7. 
Wm. Mills, Ltd., Grove St., Birmingham, 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


George H. Scholes & Co., Ltd., Blantyre St., Hulme, Man- 


chester 


Automatic Telephone Mfg. Co., Ltd. Strowger Works, 
Milton Rd., Edge Lane, Liverpool. 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper 


Thames St., E.C.4 


Downes & Davies, | & 3, Stanley St., Liverpool. 


W. E. Beardsall & Co., Ltd., 5, Victoria Bridge, Manchester. 


ee — Lamp & Supplies Co., Ltd., 73, Newman St., 
as 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper 


Thames St., E.C.4. 


Carl Zeiss (London), Ltd., Winsley House, Wells St., Oxford 
St., W.1. 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 
Vernon St., Longsight, Manchester. 


The Zenith Electric Co., Ltd., Zenith Works, Villiers Rd., 
N.W.2. 


The Zenith Electric Co., Ltd., Zenith Works, Villiers Rd., 
N.W.2. 


| Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


Buildings, Ray Street, 


London, E.C.4. 
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